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Message Text 


UNCLASSIFIED 

PAGE 01 CASABL 00280 091000Z 

20 

ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO /016W 

053656 

R081745Z MAR 76 
FM AMCONSUL CASABLANCA 
TO AMEMBASSY TUNIS 
INFO SECSTATE WASHDC 3994 

UNCLAS CASABLANCA 0280 

TUNIS FOR RSO, STATE FOR A/SY/T FROM RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : SIREN/PA SYSTEM 

1 . INFORMATION REQUESTED FROM TSO DELHI FOR YOU WAS SENT 
TO CASABLANCA BY MISTAKE, WE ARE POUCHING BROCHURE TO YOU. 

2. SUPPLIER IS: FEDERAL SIGN AND SIGNAL CORP. 

136TH AND WESTERN AVE. 

BLUE ISLAND, ILLINOIS, 60406 

3. BASIC UNIT IS MODEL PA-15A DIRECTOR ELECTRONIC SIREN. 

IT OPERATES FROM 12 VOLTS DC, WITH 6 VOLT OPTIONAL. REQUIRES 
ONE-HALF AMP IN STANDBY AND 10 AMPERES IN OPERATION (WAIL 
POSITION, WITH TWO SPEAKERS). WEIGHT IS ABOUT 5 POUNDS, 

SIZE IS 2-3/4 X 5-1/4 X 7-1/4 INCHES. 

MICROPHONE IS INCLUDED. SPEAKERS AND POWER SUPPLY MUST BE 
SEPARATELY SUPPLIED. 

4. UNIT OFFERS PUBLIC ADDRESS, 10- CYCLES-PER-MINUTE WAIL, 

130- CYCLES PER-MINUTES WARBLE, AND AMPLIFICATION OF INCOMING 
RADIO MESSAGES. 

BRUBECK 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 MAR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CASABL00280 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760088-0792 
From: CASABLANCA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760385/aaaacxdw.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 SEP 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 SEP 2004 by meiwc>; APPROVED <03 DEC 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: SIREN/PA SYSTEM 

TAGS: ASEC 

To: TUNIS 

Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



